1216.0.15.001 - Australian Standard Geographical Classification 


(ASGC) - Electronic Structures, 01 Jul 2008 
ARCHIVED ISSUE Released at 11:30 AM (CANBERRA TIME) 17/07/2008 


Help for : “I Zip File. 


Data Cubes 


Detailed Main Structure ASGC Edition 2008 =) .zip | 
Detailed Statistical Region Structure ASGC Edition 2008 p= .zip | 
Statistical District Structure ASGC Edition 2008 =) zip | 


Local Government Areas and Statistical Local Areas ASGC Edition 2008 
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